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UNCLASSIFIED 

PAGE 01 STATE 147248 
ORIGIN SY-05 

INFO OCT-01 ISO-00 FBOE-00 A-01 /007 R 

DRAFTED BY A/SY/OPS/T:L JACKSONJW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
A/SY/OPS/EO 

017954 101348Z/14 

R 092048Z JUN 78 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 
INFO AMEMBASSY BONN 

UNCLAS STATE 147248 


Message Text 


FRANKFURT FOR OIC/RTC, RSS; BONN FOR RSO; FROM SY/OPS/T 
E.O. 11652: GDS 


TAGS: ASEC 


SUBJECT: A/C HEATER UNIT - BONN 


REF: OIC/RTC FRANKFURT MEMO DATED 3 FEBRUARY 78 


1 . A/C HEATER UNIT REQUESTED IN REF MEMO FOR AMEMBASSY 
BONN HAS BEEN RECEIVED AT SY/OPS/T. THE HEATER UNIT WILL 
BE FORWARDED IMMEDIATELY. 


2. ALL CONCERNED WILL BE ADVISED OF SHIPPING DATA WHEN 
IT IS CONFIRMED. VANCE 


UNCLASSIFIED 


NNN 
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